AMENDMENT NO. 2 OCTOBER 2023 
TO 


IS 8130 : 2013 CONDUCTORS FOR INSULATED ELECTRIC CABLES AND 
FLEXIBLE CORDS — SPECIFICATION 


( Second Revision ) 


(Page 1, clause 4.2, line 2) — Substitute “IS 12444” for “IS 613”. 


(ETD 09) Price Group 1 


Publication BIS, New Delhi 


